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PART III 

Health Services Department 


TENDER NOTICE 

No. C2-3410/13. 21st April 2014. 

Sealed quotations are invited for the supply 
and installation specified in the schedule given below. 
The envelope containing the tenders should bear the 
superscription. "Tender for the installation works of 
HT Power Electrical connection in District Hospital, 
Kottayam." as per Tender Notice No. C2-3410/13/DHK 
dated 21-4-2014 due on 22-5-2014 and should be 
addressed to the Superintendent, District Hospital, 
Kottayam. Intending tenderers may submit the tender on 
their own papers. Last date for receipt of tenders is 
22-5-2014, 11 a. m. Late tender will not be accepted. The 
tender will be opened on 23-5-2014, 2 p. m. at District 
Hospital, Kottayam in the presence of such tenderers 
or their authorised representatives who may be present 
at that time. The undersigned reserves the right to accept 
or reject any tender without assigning any reason 
thereof. The maximum period required for delivery of 


articles and the period for which the rate quoted will 
stand firm should also be mentioned. Further details can 
be obtained from this office during working hours. 

Schedule of Items 

Specification of HT Power Electrical Connection 

1. HT Electrical works & transformer-installation 

2. CT Scan power connection 100 KVA 

3. Civil works & transformer room 

4. Statutory Electrical charges connection and other 
org. exp. 

PAC— ' 35 lakh. 

Cost of tender form — ' 5,250. 

VAT —4%. 

EMD—2.5% of tender amount. 

Security Deposit —5% Bill amount. 
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[Part IE 


I. The tenderer should obtain the HT approval of 
the Electrical Inspectorate and payment made only 
after submitting completion certificate. 

E. Detailed tender schedule & tender form will be 
issued from District Hospital, Kottayam office in 
the working hours. 

IE. The Superintendent, District Hospital, Kottayam 
is the authority to accept and rejection of 
tender with his decision. 

IV All the tenderers should bring the details of their 
previous work experience in Kottayam DHK 
jurisdiction. 

V After opening the tender the tender evaluation 
committee will negotiate all the parties and 
lowest and reasonable (with provision work exp.) 
may accept due to the conformation of Electrical 
Inspectorate. 

VI The tenderer shall pay the VAT as per rules and 
1 % of TDS amount to income tax and 1 % to 
welfare fund. 

VE. Tender have a license of PWD A grade 
electrical contractor, and approval of Electrical 
Inspectorate, Kottayam. 

District Hospital, (Sd.) 

Kottayam. Superintendent. 


3c3‘‘>£joanj njocru^o 


(0011(3 6njl2-3894/2014/sfl.6)a.C3Tc)). 2014 o®tail«53 3. 

s3lejco)l6>£j c3re)(Bfflocn^ ajcftijojlaej gnjecmoto 
cajcn^aoc® cuorLoaossragjffls eeiej cnsoJs1ca>a3c0S)je(U6nel 
fDnjeeo<M5)o<0S>glKs3 cblcrojo 3(3<^ejocrujcft,c(3 

acftiOggjanj. 


6d«j> 1 csej cMO cmjgg 3(3‘‘>ejo cruj <ft>c/3 m1(3q1n9ds 
GaDOO«5T5)lRs8 (nJ<sro>i<&>o aj(3cniy ca>aioj<ft>g1ra3 crui2(3(jjl(S(SS)6rT§ 
KD 06 rn. s(3>^ejocri) Gn£)0O63T3o3 gra rarajcinlcnjlaei ruorfie©! cunril 
cBffljcro ncrucMifrilcaScrilanDjo 20 - 5-2014 ojoxaS 29 - 5-2014 aiora 
(.njaj(3raiw1 3lai cru633 gleiel < 00 jcm 010 6rn. 3(3^ejocn) 
Ga£)0O6313u3c96) 0ltol2(oJca>0ao mllAiUcrifliylalceeijaT) QjleiCHJJo 
ailejojcn chlcft)j8»1 njjotBiacmjo 63sjc06>l<i»o«53 eje 1 c 06 ijanD«r)O 6 rn. 

scd^eio aruj dac/3 2014 ssjsnS aocruo 21 -cn 
g^jcnJcea 12 m6m1(H6)ffl fn)j°lc9>o1o9S)jcm(3)jo raraecro olaiaruo 
gijQSces) 2 i 26 rr) 1 <es) 6iu aru) a nj § tinosjrajgg cftcMdl 

cO>gj6is mioaolrar^arailraS snjocrn roaleaaoml^jaoraijaosrn. 

63oeao 3(3<Tejoarul6i<DOiT ; |aj2o 1 - 4 - 2014 -emo rarectnlaD 
csasoiKSfflo eie1ijl§jgg Gcruo<Aaja3aro1 cru(3§1 nd<S6>ojo 
6nKno6)a_|§ aesl ctihso olraS cnlcmjo eje1a/l§jgg 
ca>s6nioaD^(w acirilctr> crutaglaolcoogjo nnossao(Bc96)6ne«»06if>. 

ecruoa3cna3crol cruc3§1a£flc9S)gl6iaij raracrueijo araocMi^ 
6)n_jsjorrolcD) njc&dSn^o soil eraocr» mla fflHracui ra> 2 <s>erajo 
ajcraoJttoxaroilraS ailoajloi ffloa^dacralraS <ft>ao(3, <ft>6ne1r&ia3aT> sj 
as6n§(3, 3^'^ejocru eonoorara)l6>aji oJcatSry a^crnlojcrajo 
3(3^0(Tuleicnoryo cruadSnjletsaeiTecsiosrn. crui2(3ijjlijl§jgg 
3^r>ejofn)jca)<A ca.oa6rn63i3o3 63aojo <a>06rn1c9®06)«5i (macro 
aolaocft.alcOffliorngnlrnio/orujIca.alcOfflianDcailcniaiss nja1njj^6m 
raraoilcaofflo goo rarejnnlcretoej Gffleiullc&oaltralraS coldMdlnJOi 
mo6rn. 3(3r>moara cruildaalceoein-isjao ai^ceafl/anirioojcoo 

6)210(510)0 3(8r>ej0mj (TOJcaaDJo 5%-(53 cOjJ 000(315) CTUo6U^ 

acruca^jalol rarajerajo coloailco) ao( 5 )^<s>cra 1(58 a® (.col 6 ) a C $30 
ai)a(3n_pcBcS6)6rTg(5)06rb. t&jsjtmaS ajl(na63i3(/3 g>co mrajaolcniloej 
<samu51ca>oa1<ral(a3 colcmjo email ( 3 reolco> 0 (UjaT)(mo 6 m. 

(«qj) 

ssleio aacuilteoraS rarajanlaru, slrno oacuilcooas rarajaol cru^ 
co^cajd (rarajcaocn^o). 






